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THIS IS UNEVALUATED INFORMATION 


21. The denapharm Plant in Jena (1: 51/7 66), a VVB firm, is the lsrgest venicillin 
producer in the Soviet Zone of Gornany, The plant is equipped with two boilers 
ot 3,000 liters eac!:, two boilers of 10,0.0 liters cach and three boilers 02 
15,000 liters cach. The three larrest boilers have been in operation only since 
— 1950, The 3 9000 and 10,000~-Liter boilers are nade of curalumimm, the 

»,000-liter boilers of cast iron or forced iron. The plant also has ~ air 
cee a capecity of 150 liters and three blowers with a capacity of SO 
liters eacl hs (sic), ALL blovors vere manufactured by the Meko SAG Plant in 
Erfurt (2 S1/d 36). * Power is SUPP ied to the Jenapharn plant directly fron 
the lyrdromelectric powayotetion of the Samle Rivor and tre Asfornec in the vlant- 
ommec tronsforncr sta bion. we Thus, the vient is completely tndenendent of 
the Jena netyort:. 


2, The average monthly vrocuction st the Jenanharm plart is 60 million units of 
penicliilin, The nenicillin production is done accoréin; to the Jubmers-Process. 
The Jeneyharm Plant's createst problem in its penicillin production ties in 
the sterilization of the boilers. There is also a rreat canrer of injecting 
unsteriliged air durinc the renufactmring process. Sabotase acts are therefore 
comparatively ensy to carry out anc are cdiificult to uneover, and thoy result in 
lastin; demages, because unsterilizec boilcrs have to be laid up for many months, 
The -resent state of research at the plant is not knomm. To date, no inforna- 
tion is available regardin: the results of current tests of mixin« venicillin 
with streptomycin. 


3. The Jenevharn Plant does not accurmlate any stockpiles of penicillin. The 
entire production ic dispatched immediately. 50 to 70 per= 25X1 
cent of the precuction is celiverec to the Soviet authoritics., Yrofeusor Dr, 
Gulecke, (imu), a surgeon b; profession, is alleredly assigned the job of cis- 
bributing the penicillin allocatec to Land Thuringia. The penicillin is shipped 
either as penicillin powder for injections or as penicillin ointment. The powder 
is shipped either in rubber flasks with screw cans containing 200,000 units or 
in powder »xackaces of 10,000 units cach; the penicillin ointment coes in 5=cran 
tubes of 10,000 units each. #H The production of penicillin tablets is planned. 
renicillin is nob produced as a solution, as this is said to deteriorate more 
rapidly. 


25X11 x ees The Dako Lachine Factor is not in Srfurt, but in Rudisleben, 
Urois arnstact (1° SL/J 25). Tris nlant beemme Sovict property in the micdle of 
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19h6 and was at firet assipmed to the SAG Podyomik. After the dissolution 
of the SAG Fodyormik carly in 1950, the Lake Plant was incorporated into the 
SAG Transmash. 
The hycro-electric power plant on the Sasle River conprises 
The Hohemvarte fiydro~electric Power Plent with an installed capacity of 7,500 
lt and the Bledloch Hydro-clectric Fower Plant with an instelled capacity of 
. 40,009 kw. 


29X1 


delivered penicillin calcium selt in the following containers: ampules 
containing 500 units each, ampules containing 1,000 units cach, flasks conteining 
5,000 wits each, flasks containing 200,000 units each and flasks containing 
505,000 units each. 
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